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UNCLAS IAEA VIENNA 3863 

EO 11652: N/A 

TAGS: IAEA TECH UNDP 

SUBJ: LACK OF UNDP SUPPORT FOR MEETINGS RE NUCLEAR POWER AND 
URANIUM EXPLORATION 

1. DURING RECENT DISCUSSIONS WITH ACTING DIRECTOR OF 
IAEA TECHNICAL ASSISTANCE DIVISION, WE WERE INFORMED 
THAT, DUE TO SUBSTANTIAL CUT IN U.S. CONTRIBUTIONS TO 
UNDP, UNDP IS NOT RPT NOT ABLE TO PROVIDE FUNDS TO IAEA 
(ABOUT $100,000) FOR CARRYING OUT INTER-REGIONAL SEMINARS 
ON NUCLEAR POWER PLANNING AND ON URANIUM EXPLORATION 
METHODS, WHICH WERE PLANNED FOR 1976. MISOFFS REGRETTED 
THIS DEVELOPMENT AND NOTED THAT WE WOULD PASS ON INFO 
TO WASHINGTON.LABOWITZ 
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